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3. FTV 1174 WAS LAUNCHED AT 22222/ 24 MAR 64, ORBIT YAS NOT 

ACHIEVED. DATA AT THIS TIME INDICATES 28 V POWER FAILURE AT 

APPROX AGEN A IGNITION PLUS 6C SECONDS, RESULTING IN TOTAL 
ON ELS Se ees 








SUTDANCE FAILURE. VEHICLE TUM3LED AND ENGINE SHUTDOWN OCCURRED 
SOME 5C SECONDS EARLY DUE TO TUYSLE MOTION. 

290 DEG N 117.5 DEG V AT APPROX 22302 
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